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GKM OPERATIONS NOTIFICATION PLAN 
CONTACT INFORMATION 

Incident Notification 

Upon a notification or alert situation, immediately notify the Gold King Mine Incident 
Command by calling both the following contacts: 

GKM Incident Command Post - Durango (7 AM- 7 PM) 

Nonresponsive 

GKM On-Scene Command Post - Gold King Mine 
i Nonresponsive j 

Call Down List 

- For Alert II and Alert III incidents at the Mine location that may impact downstream 
sources 

o Alert I - No Verbal Notice Required; Email only 

X 

o Alert II - Verbally Noticed within one hour of event (Email immediately) 
o Alert III - Verbally Noticed as soon as practical (Email immediately) 

Call in the order listed below. Call and email notification are required. Where two 
or more contacts are listed for an entity, the first contact should be contacted and 
then the back-ups if needed. 

San Juan County Colorado 

Jim Donovan, Emergency Manager 
970-903-7039 

oem@saniuancountycolorado.us 

Bruce Conrad, Sheriff 
970-799-2987 

sicsoconrad@yahoo.com 

Montrose Regional Communication Center 

Ron Loven 

Ronald .loven@state. co. us 

970-249-4392 
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Colorado Department of Public Safety 

Trevor Denney 
970-759-1187 

Trevor. Denney (5) state. co. us 

Colorado State Emergency Line 

303-279-8855 

Colorado Department of Public Health and Environment 

Patrick Pfaltzgraff 

Patrick, j.pfaltzgraff (Si state, co. us 

303 692 3509 
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La Plata County Colorado 

Butch Knowlton, Director of Emergency Management 
970-749-3484 

knowltonbk@co.laplata.co.us 


Tom McNamara, Emergency Management Coordinator 
970-749-3484 

Thomas. mcnamara@co.laplata. co. us 


San Juan Basin Health 

Lianne Jollon 
970-769-0354 press 1/ 

Llollon@sibhd.org 
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City of Durango, Colorado 

Ron Leblanc, City Manager 
970-375-5005 

ron.leblanc@durangogov.org 


Terry Hoecker, Police Administration 
970-759-4312 

terry.hoecker@durangogov.org 


Southern Ute Indian Tribe 

Kathy Gurule, Risk Manager/Emergency Response Director 
970-563-0100 

kgurule@southernute-nsn.gov 


Thomas Johnson, Environmental Programs Division Head 
970-749-8252 

toiohns@southernute-nsn.gov 
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Ute Mountain Ute Tribe 

Scott Clow, Environmental Programs Director 
970-570-3546 

SCLOW(5) UTEMOUNTAIN.ORG 


Colorado Department of Public Safety 

Trevor Denny 
970-759-1187 

Trevor. Denney (5) state. co. us 

Colorado State Emergency Line 

303-279-8855 

Mountain Studies Institute 

Marcie Bidwell 
970-426-8863 

marcie@mountainstudies.org 

EPA Region 8 

Duty Officer 
303-293-1788 
R08_RRC@epa.gov 

EPA Region 6 

Duty Officer 
866-372-7745 
R6_RRC@epa.gov 

EPA Region 9 

Duty Officer 
800-300-2193 
R9_RRC@EPA.GOV 

New Mexico Department of Homeland Security and Emergency Management 

nm.eoc@state.nm.us 

505 476 9600 

Jay Mitchell, Secretary 

Jay.Mitchell@state.nm.us 

505 506 5610 

New Mexico Environmental Department 

Trais Kliphuis 

NMED Water Protection Division Director 
Trais. Kliphuis@state.nm. us 
505- 827 -1758 
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Tom Skibitski 
NMED 1C 

Tom.Skibitski@state.nm.us 
505-222-9552 
Personal Phone/Ex. 6 I 


Butch Tongate 
Butch.tongate@state.nm.us 

505-827-2855 
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Office of the State Engineer 

Tom Blaine, State Engineer 

Tom.Blaine@state.nm.us 

505 231 9202 


Lela Hunt, Communications Director 

Lela.Hunt@state.nm.us 

505 383 4092 


Department of Game and Fish 

Alexa Sandoval 

alexandra.sandovai@state.nm.us 

505 570 7926 

New Mexico Department of Agriculture 

Jeff Witte, Secretary 

jwitte@nmda.nmsu.edu 

575 642 6910 
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Bonnie Hopkins, NMSU Extension Agent, San Juan County 

bhopkins@nmsu.edu 

505 801 1176 

San Juan County, New Mexico 

Kim Carpenter 
County Executive Officer 
County Executive Office 
505 334 4271 

kcarpenter@sicounty.net 

Navajo Nation Emergency Operations Center (NN EOC) 

Rose Whitehair 

Director Emergency Management 

rmwhitehair@gmail.com 

505 371 8415 
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Navajo Nation 

President Russell Begaye 

russellbegaye@navaio-nsn.gov 

928 871 7000 

Harlan Cleveland 

hcleveland@navaio-nsn.gov 

Nina Chester 

ninaachester@navaio-nsn.gov 

505 371 8415 

Bureau of Reclamation 

Jeffery Smith E.P. 

JefferySmith@usbr.gov 

RTOC Chairman 

Cornelius Antone 

Cornelius.antone@tonation-nsn.gov 

Alan Bacock 

a.bacock@bigpinepaiute.org 

InterTribal Council of Arizona 

Maria Dadgar, Director 

info@itcaonline.com 

Arizona DEQ 

Duty Officer 
602 771 2330 

Misael Cabrera 

Cabrera.misael@azdeq.gov 

602 771 2204 

Jason Sawyer 

is9@azdeq.gov 

Arizona Office of Emergency and Military Affairs 

Wendy Smith-Reeve 

wendy.smith-reeve@azdema.gov 

602 464 6203 

Leslee Bechtel 

ieslee.bechtel@azdema.gov 
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Arizona Department of Water Resources 

Thomas Buschatzke 

tbuschatzke@azwater.gov 

602 771 1301 
602 771 8426 

Nevada DEP 

Duty Officer 
775 230 4871 

Leo Drozdoff 

ldrozdoff@ndep.nv.gov 

775 687 5856 

Greg Lovato 

glovato@ndep.nv.gov 

775 684 2700 

CalEPA 

Matt Rodriquez 

mrodriquez@calepa.ca.gov 

916 324 9214 

CA State Water Board 

Jose Angel 

iose.angel@waterboards.ca.gov 

760 776 8932 

UTDEQ 

Duty Officer 
801536 4123 

Walt Baker 

egaddis@utah.gov 

801536 4310 

DOI 

Robert Stewart 

Robert f stewart@ios.doi.gov 

303 445 2500 

BIA 

Waylon J. Denny 

Waylon.dennv@bia.gov 

505 563 3547 
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